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x Ipla Needle Pactoryy nvtional corporation, in Cesta Sudejovice was forned 
m 1947 by the romoval of reedle-producineg nachinery from three small plants 
nirasna Lipa and the estiblishment of the plant in the former Solo Latch 
factory buildings in Cease Bucejoviec. The plant employs about 1,000 workers 
plus many part-time worlers vho pack needles in their homes. The Manager of 
the plant is one Kesner, cnti-Conmunist in convictions the Technical Manager 
is Tuzil, a fanatic Commurist. 
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» Heedics for comestic use ire produced from inferior steol and are not nickol- 
plated, but only polishec. The stcel wire is not uniform in quality and the 
lenpering, oLL is of infer:or prade, with the result that .the needles tend to 
rust. quickly and are somelines brittle and sometimes too soft. Even thouch 


tno needics procuced for cxport are manufactured from hicheresrado stecl wire 


and are nickeol-plated, macy shipments have been returned because of defcets, 
In addition to sewing neecles, necdics for the cotton textile industry ore 
produced as well as 2ctal-head and g¢lass-head pins. 


3. The plant has one old supeshcated steam boiler and one electric generator for 
emergency power. This eq..ipment would be insufficient to operate the plant. 
Enerry is supplicd from the South Bohemian Dlectric Power Corporation in Geske 
Rude jovice. Production uschinery in the plant includes the followine: 


OLl-fired and electric furnaces for heating the steel wire for tempering 
Menching tans with a volune of about 000 liters 

Automatic wire-cutbting vuechines 

Autouacle willing maciines for producing necdle eyes 

Grinding ond polishing maclines 

Automatic machines for producing glass-head pins 

Wwickel-plating baths 


h. The most vulnerable nart of the plant is the quencning vats in the ~ain vlant 


building: which are in the same serticn with the oil furnnecs. Damaro to these 
units would crimole the vlant for a considercble lenarth of tine. 


Attachment: Gketeh of tho Inla Necdle factory 
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Plan of Tela Needle Factory, Ceske Bude jovice 
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1. Production halls 
2. vsarehouse 

3. Soiler house 

h., Offices 

5. Plant rat line 
&, Garages 
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